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1. there was a radio instullation in an area about 1,550 
feet lon;, avout 3,300 feet west of the .0SU04 Jentral 
Aiieport, east of te Jontral wacagine. aie ivctallation 
Ned ocen constructed in 1947 andl 1948 ang was stil 
beings expanded. 


eo ine followin, buildinss wore availuble: 


Go wransforise station, a concrete structure with a 
‘tiut root, 33 x 33 x 65 feet; 


be. wo or three three-story buillinzss, eaen 50 x 65 x 200 
Lest; 


Ge oeveral Qunired antenna viusts, about 85 feet alc, 
do a 110,000 volt line led to the raiio Station. 
25X1A WH seicent: wis ig tay flirst roport on tue transe 
wl thing station of sadio wocodud. acesived reports inli- 


Gute thot tae Lastallstion hus coon Gontinualily Linoroved 
SLOCG 1LIAT. 
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